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[Abstract:] Ack’g loan of one four foot beam balance & 24 brass weights. 


Mint of the United States at Philadelphia, 
March 10, 1887 


Received of Hon. D.M. Fox Superintendent U.S. Mint one four foot beam balance and 
Twenty four brass weights, from the 1/100 of an ounce to 500 ounces, the same being furnished 
to me as a temporary loan and to be returned in good condition. 


Barnett Earley 
Acting Asst. Treasurer U.S. Phila. 


